
https://oversight.house.gov/wp-content/uploads/2015/08/2015-08-12-JC-Lummis-Buck-to- 

Elkins-EPA-OTG-Gold-Kine-Spill.pdf 

Sent from my iPhone 

On Aug 12, 2015, at 10:47 PM, Mitchell, Stacey < Mitchell . Stacey@,epa.gov > wrote: 

Not unexpected. Do we have the letter? Thanks. 

Stacey H. Mitchell 

Deputy General Counsel 

Office of General Counsel 

U.S. Environmental Protection Agency 


1804015 


ED 000552F 00011904-00001 



1200 Pennsylvania Avenue, NW 


Washington. D.C. 20460 

Main 202.564.8064 
Direct 202.564.7614 

Sent from my iPhone 

On Aug 12, 2015, at 10:42 PM, Vaught, Laura < V aught.Laura@epa . gov > wrote: 

Chaff etz wrote to the IG asking them to investigate the spill. 

Sent from my iPhone 
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